Auschwitz vs Science 




I do not claim any credit for creating this information. I have only tried, to the best of my limited 
ability, to reference much of the information that the original Youtube video presented. 



In the Holocaust, the Jews are said to have been exterminated in gas 
chambers at Auschwitz. 

The following pictures were drawn by David Olere 1 who was a Polish- 
born French painter and sculptor best known for his explicit drawings 
and paintings based on his experiences as 
a Jewish Sonderkommando inmate at Auschwitz concentration 
camp during World War II. 




Olere was registered as prisoner 106144 and assigned to the Sonderkommando at Birkenau, the unit 
of prisoners forced to empty gas chambers and burn the bodies, firstly working in Bunker 2 and later 
in Crematorium III. Olere began to draw at Auschwitz during the last days of the camp, when the SS 
became less attentive. His work has exceptional documentary value: there are no photos of what 
happened in the gas chambers and crematoria, and Olere was the only artist to have worked as a 
member of the Sonderkommando and survived. He was also the first witness to draw plans and 
cross-sections to explain how the crematoria worked. 2 

Its is interesting that the books blurb states: 

"The only visual images in the world of a Nazi extermination camp in operation, "Witness: Images Of 
Auschwitz" is a legacy of enormous historical importance. Currently at the Yad Vashem Holocaust 
Memorial in Jerusalem, these images will soon be displayed in the recently opened Museum of Jewish 
Heritage in New York City. 42 illustrations." 3 
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Why are the only images available of the gassing operations drawn pictures rather than 
photographic evidence? 



1 'David Olere - Wikipedia, the Free Encyclopedia' <https://en.wikipedia.org/wiki/David_OI%C3%A8re>. 

2 'David Olere - Wikipedia, the Free Encyclopedia'. 

3 'Witness: Images of Auschwitz - David Olere, Alexandre Oler - Google Books' 

<http://books.google.co. nz/books?id=2pXWAAAAMAAJ&dq=witness+auschwitz&hl=en&sa=X&ei=5NNBU9WR 
Col_-iAe7klGgBA&ved=0CC4Q6AEwAA>. 




4 After the gassing, the bodies were labouriously dragged to the crematory 
ovens. Notice how high they are piled up. 



The bodies were then burned in the ovens. See how 
they are burning more than one at a time, which is 
not what these ovens are designed for. 




stopped in front of Juaru ft 
guard. "I had nut rccr>,'ni7cJ her bur now that I look 
licr, I sec her in tin mind .it ( ish nciri. accompanied always by a 
i-ar dog . . . Many nf the camp .nnutcs were bii:c:i by dugs . . ." 
With the familiir Nan lutctarej denials of guilt. Kramer and 
• fi tly four other critunali all pleaded innocent. Kramer in- 
' " iss murders at Oswiccim. "All 1 
ly n- all thin a it is tintruc fmni beginning To end." 
Coiond llacihnutc stared. Kramer and every guard at (V 
iii Ml guilty of dcl lxrjlc nun murder."* 




This page is scanned from a 1946 edition "The Black 
Book" 5 , 1 haven't 
been able to find 
an online copy of 



The Black book: the ruthless murder of Jews by German-Fascist invaders th 

iria Erenourg vaaikl s< 



it. I did find this 
copy on Google 
Books, which 
mentions the 
four million 
being 

"destroyed' 



From insioe the book 



This page is scanned from a 1946 edition of the infamous "The 
Black Book." 





Many were beaten and tortured. In this bit suge of its 
German Fascism again and again attempted to use its 
to camouflage its terroristic measures against the peoples 



All in all. seventy-four local residents ai 



destroy the Jews living in Germany. This was practice for the 
murder of peoples. Having seized a number of Kuropean stales 
and invaded tile Soviet I 'num. llie llnlerilei deilroied approx- 
imately four million Jews. In the small town of L'shachye of the 



4 <http://www.holocaust-history.org/auschwitz/pressac/technique-and-operation/pressac0258.shtml>. 

5 'Black Book (World War II) - Wikipedia, the Free Encyclopedia' 
<http://en.wikipedia.org/wiki/Black_Book_(World_War_ll)>. 
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The flow of convoys ceased abruptly at the end of July i 
There was a short breathing space. The crematoria were thor 
oughly cleaned, the installations repaired. They were ready for 
further use. On August 3rd, the killing machines went into action 
once more. 

Careful Estimate of the Number of Jews Gassed in Birkenau 
between April 19+2 a?id April ip+f (according to 
Countries of Origin) 

Poland approximately 
Holland 

Greece " 
France " 
Belgium " 
Germany " 
Yugoslavia. Italy, Norway " 
Lithuania " 
Bolicmia, Moravia, Austria " 
Slovakia " 
Various foreign Jews concen- 
trated in Poland " 500,00 1 

" 1,765,000 ( 

Four million Jcws-about two thirds of the six million who ,. 
ished in Europe at the hands of the Nazis-were murdered 
Oswiecim and its subsidiar\ camps. 

During the Lucneburg trial at which war criminals Josef ki.m 
and forty-four SS men and women were prosecuted for conspil 1 
to commit mass murder, the chief Drosecutor. Colonel T. Vf. Nimlfl 



At the end of the war, it was claimed that 
four million Jews had been killed at 
Auschwitz. 

The plaque at Auschwitz originally stated 
that Four Million people suffered and died 
here at the hands of the Nazis. 



FOUR MILLION 
f£OfLE SUFFERED 
AND DIED MERE 
AT TME MAIM OS 
OP THE MAX1 
MURDERERS 
BETWEEN THE YEARS 
f940 AND 



Colonel T. M. Backhouse, prosecution counsel at the 1st Belsen trial (Sept 
17, - Nov 17, 1945) said in his opening address about Birkenau: 

"One of the men who worked in one of the crematoria will tell you that 



in three months in one of the five chambers alone 20000 people were gassed, and you will hear 
from a witness, herself a doctor, that from records she has seen there were no less than 4000000 
people cremated in that camp." 6 



Auschwitz deaths reduced to a million 



By Krzvwtor 1*%M in 
Wnr%«w ami Ohnd Go/ant 
In Trl A*** 

POlJVND HAS oit itt estimate 
of the number of people killed 
by the Vuii in ihr Autcnwitr 
death camp from Inur million 
tojutt over one million 




but uid the total 
to exceed 15 imlltoe 
DrSbaraH 



ualikrK 



a* Jr» \ i-r-ivl Hr 

'» Lartett roncrntra 



Ihr number of victim** by 
iaJatin< the ettimate of son- 
Jew* who died 
Tbe^ aew ttudy could 
• * rr »e* r ©ver*v over 



the Kale nf Hitlert "Final 



that king and ttraafe." 

But other Itraeli expert t «aid 
evidence to tupport the lower 
etiimate had been mountinc 
for tome time 

Autchwttt, about 50 mile* 
touth-wett of Krakow. wat 
estabtttbed in 1940 at a camp 
far political pntoaert It was 
later eip o ml i i with a hufe 



nearby Birkenau. which 
included (at c ham ben and 
©vem to dettroy the bodiet 

Dr Fraacttxek Piper, durc- 
tor of the hiUoncal committee 
of the Auichwiii-Birkenau 
mu»eom taid yesterday that. 



at ka»t I 3 million people were 
deported to the camp of whom 
about 223.000 turvived 

The I I million victim 
included 9*0.000 Jew*, 
between Tf.fOO and 75.000 
Pole*, nearly all of the 23.000 
Cipiiet tent to the camp and 
15.000 Soviet pritonert of war 
Dr Piper ttrettrd that the n*. 



Krakowtky. bead 
t laraelt Yad Va 
iallorJewithvk 
tm of the Hobxautt. tand the 
new Polun flrurei were cor- 
rect. "The four million foure 
wat let slip by Captain Rudolf 
Hum, the death camps Nan 
commander Some have 
boufht It. but it wat 
exa«ferated " 

Dr Krakowtky accuted 
Poland * former Commumtt 
tovcrnracnt of perpetuating 
the falte ncurrt in an attempt 
to ramimive ihr llolocautt and 
tupport claim* that Autchwrti 
wat not executively a Jewi*h 
death camp He ta>d that at 
most. 300.000 non-Jews per- 
it bed at Autchwiti. 

Accordiag Dr Krakowsky. 
S.KO ono i- 




Poland lowers gg^^^ 
Auschwitz toll V Lnced to «ii5» 





This was later revised down as they couldn't find any evidence for the numbers given. 



But how do we know that the gas chambers of Auschwitz existed at all? 

Contrary to popular belief, there are no German records of any homicidal gas chamber program. 
The gas chamber story is based only on the testimony of alleged eyewitnesses. 
Witness testimony must be critically evaluated. 

We don't believe people who testified that they saw witches 
flying on broomsticks. 

In general, we never believe witness testimony if it conflicts with 
the rules of physical reality. 



6 '1st Belsen Trial' <http://www.bergenbelsen.co.uk/pages/Trial/Trial/Trial_005_OpenSpeechPros.html>. 




What happens if we apply this simple rule to the holocaust? 




One of the requirements for a gas chamber is a way to seal the person and the 
gas in the chamber. 

If any of the gas leaks out, you have a very dangerous situation on your hands. 

This is a gas chamber door in Wyoming 7 , used for executing one person at a 
time. 




This 

is a gas chamber door in Mississippi 8 , used for 
executing one person at a time. 



This is a gas chamber door in New Mexico 9 , used for executing one person at a 
time. 






This is a gas chamber door in Missouri 10 , used for 
executing one person at a time. 

This is a gas chamber door in California 11 , used for executing one person at a 
time. 



This is an internal hatch of a German Uboat 12 . It was designed to 
keep the water out. We can clearly see that the Germans had the 
understanding, technology and ability to build and design doors 

similar to the ones above. 




7 'America's Glamorous Gas Chambers' <http://www.roadsideamerica.com/story/28918>. 

8 The Lethal History of the Gas Chamber' <http://www.crimelibrary.com/blog/article/the-lethal-history-of- 
the-gas-chamber/index.html>. 

9 'File:Penitentiary of New Mexico - Gas Chamber.jpg - Wikimedia Commons' 
<http://commons.wikimedia.Org/wiki/File:Penitentiary_of_New_Mexico_-_Gas_Chamber.jpg>. 

10 'Follow the PCJ across the U.S.: Inside the Missouri State Penitentiary' 
<http://www.rte50.com/2007/06/bars_to_develop.html>. 

11 'Gas Chamber - Wikipedia, the Free Encyclopedia' <http://en.wikipedia.org/wiki/Gas_chamber>. 

12 The Commander - The U-Boat Crew - The Men of the Kriegsmarine - Uboat.net' 
<http://uboat.net/men/crew/commander.htm>. 





Why then, are the doors that were 
allegedly used in the gas chambers at 
Auschwitz not like this? 

These are the types of doors allegedly 



used at Auschwitz-Birkenau 
2000-3000 people at a time 



to gas 




This is a gas chamber door from Auschwitz I. 

; It was allegedly used for gassing hundreds of 

f 

people at a time. 



For the 70 th anniversary of the mass 
extermination of the Jews the only surviving 

14 ■ 



gas chamber door from crematorium no. V is displayed in a special case. 





Could wooden interior gas chamber doors really maintain a good enough 
seal to prevent the whole building from becoming contaminated with 
gas? 

Could wooden doors really maintain their integrity against the combines 

strength, weight and mass of thousands of people pushing on them, time after time? 

Prisoners in American execution gas chambers and prisoners in the alleged Nazi gas chambers at 
Auschwitz were both killed with hydrogen cyanide. The need for a tight seal was even greater in 
Auschwitz because greater amounts of cyanide were needed to kill thousands of people at once. 

So why were the doors so flimsy? 



'Gas Chamber Doors - A Comparison in Photos' <http://www.historiography-project.com/misc/doors.html>. 
14 'Auschwitz-Birkenau - Historic Doors in a Special Display Case' 

<http://en.auschwitz.org/m/index.php?option=com_content&task=view&id=975&ltemid=81>. 



Could a gas chamber work as the Auschwitz witnesses described? 



Here is what virtually all the Holocaust witnesses said: 






The victims were pushed into the gas chamber The door was closed and Zyklon B introduced. Th e r e was a \ va it of a few minutes. 





And when the door was opened, 
"the still twitching victims fell into our arms... "; 
"fixe minutes later, the corpses were removed. " 



THAT IS IMPOSSIBLE! 

Every one would have been dead! 
A room filled with Zy klon B gas has to be ventilated 
for hours (the manufacturer recommends 20 hours'.)... 
even with gas masks it would not have been possible. 
Do the same as I, inform y ourselves! 



Most of the witnesses say the chambers were entered without being ventilated. 

People with relevant technical expertise who have studied the Auschwitz gas chambers generally 
deny that they could have worked at all. 15 



A4 Th. GAZETTE. MontraaJ. Tutaday, Fatxuary 1 2. 1985 

Mass Nazi gassings impossible 
expert witness tells Zundel trial 
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Gerard Rouheix 

51 Av dc la Cnqiu'/hTlc 

44000 iTmrrr 



Air. 
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Htnlng Icarth'd ahnut tlw odious fk'rwcution of which you arc <i \t< - 
tun in the name of "freedom of < \pn wion. " let me express all of tn\ 
sympathy and my total solidarity to you. 

I have spent 20 years of my carver as an engineer in the hydrogen 
cyanide Industry In the service of the groups Pechlney-Vfiinc-Kiihlnumn 
and Charhonnay.es dc France In particular. I have been the director of 
the St. Avoid plant which in /V7t7, with its production of 40 tons of 
cyanides per day. was the most important plant worldwulc; theoretical- 
ly, this pmduction would Inn* allowed the lethal ixiisontng of 50(1 mil- 
lion human beings on a single tJay TU$ shows haw I am aware of the 
problems regarding the handling of IK 'S. Well, I affirm that all the 
"testimonies " / haw read or heard of concerning these gas chambers. 
in w hich 2 to .? <HM> />»•/>/>/■• were crammed are nothing but total fantasy 



I congratulate iv 
truth is on lis way 



i far your admirable battle against the hoax The 
fsijincd Roubcix) 



Fred Leuchter ran an engineering firm that '' s **m*wg*k9K*m» 
designed, built, and serviced execution technology, including gas chambers. 



He examined the Auschwitz gas chambers and concluded that they could not have 
worked. 

In response, Jewish groups engaged in an intense effort to destroy his career. 




15 Germar Rudolf, THE RUDOLF REPORT Expert Report on Chemical and Technical Aspects of the "Gas 
Chambers 7 ' of Auschwitz', The Rudolf Report <http://hayaryakanch.files.wordpress.com/2013/06/germar- 
rudolf-the-rudolf-report-expert-report-on-chemical-and-technical-aspects-of-the-gas-ch.pdf>. 



On page 57 in the Conclusion, Leuchter states: 



Fun A La-ana. RouktI u *kh>\. (imumfti inu. Tin U:iana Rtruitn 57 

3.19. Conclusion 

After reviewing all of ihc material and inspecting all of the sites at Ausch- 
uitz. Birkenau and Majdanck. yoiir author finds the evidence to be over- 
whelming There were no execution gas chambers at any of these locations. It 
is the best engineering opinion of this author that the alleged gas chambers .11 
the inspected sites could not ha\e then been, or now be. utilized or seriously 
considered to function as execution gas chambers. 

Prepared this 5th day of April. I**SX at Maiden. Massachusetts. 

Fred Leuchter Associates 

Fred A. Leuchter. Jr. 
Chief Lngineer 



"After reviewing all of the material and inspecting all of the sites 
at Auschwitz, Birkenau and Majdanek, your author finds the 
evidence as overwhelming. There were no execution gas 
chambers at any of these locations. It is the best engineering 
opinion of this author that the alleged gas chambers at the 
inspected sites could not have then been, or now, be utilized or 
seriously considered to function as execution gas chambers/' 16 



Germar Rudolf, a German chemist, examined the "gas chambers" and 
analysed samples from their walls. He concluded that they could not have 
functioned as gas chambers. 

For this heresy, he was sentenced to 44 months in prison. 




r 



V 



Conclusion to A: 

On physical-chemical grounds, the mass gassings with hydrogen 
cyanide (Zyklon B) in the supposed "gas chambers" of Auschwitz Rudolf COndudeS, in hiS bOOk "The Rudolf Report, that "On 
claimed In witnesses did not lake place. 

~ - physical-chemical grounds, the mass gassing... .in the supposed 



Conclusion to B: 

The procedures of mass-gassing as attested to by witnesses dur- 
ing their interrogation hefore various courts of law. as cited in judi- 
cial rulings, and as described in scientific and literarx puhlications. 
in any building of Auschwitz whatsoever, are inconsistent with do- 
cumentan evidence, technical necessities, and natural scientific 

Germar Rudolf. C'crtffied C hemist, in exile, on September 13, 2002. 



"gas chambers"... .did not take place" 



17 



What kind of ventilation system did the Auschwitz gas chambers have to 
remove the gas after a gassing? 

American gas chambers for execution are equipped 
with high-powered ventilation fans 



VtitiUUr ait Motor It) 



BBSS svxl 




Rooms which the Germans used for fumigating clothing with Zyklon-B were 
equipped with ventilation systems that provided 72 air changes per hour. 18 

VitiliUlor mit Motor 1 2> 

Fur i!t»»t*«> nt *»n* Ltt*tn»r ton u *\u> > Html* M tiwm •tm 
to) mm W$ *<)ir«lr*tfiii1 t urn *>*uhl Kinr m Vrv r-t*chc Uah Lin kiau* tit I 

inbuKt m btttliiii. 



The Leuchter Report - Conclusion' <http://www.ihr.org/books/leuchter/conclusion.html> . 

17 The Rudolf Report -- < http://hayaryakanch.files.wordpress.com/2013/06/germar-rudolf-the-rudolf-report 
expert-report-on-chemical-and-technical-aspects-of-the-gas-ch.pdf> 

18 'Google Translate: 72- Facher Luftwechsel Je Stunde' <http://translate.google.com/#de/en/72- 
%20facher%20luftwechsel%20je%20stunde> . 




The Auschwitz documents show that the "undressing Room" was equipped with a ventilation system 
capable of circulating 10,000 cubic meters of air per hour. 




'Google Translate: 72- Facher Luftwechsel Je Stunde' <http://translate.google.com/#de/en/72- 
%20facher%20luftwechsel%20je%20stunde>. 
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V^r'^M^^Hii kr*nu i), dun h *»int- Jn Ion lii ppr w. rWi^n. 
l)io Knwhliift liUiit Kjdi dufdi OfTnen ones FfiMMM^ *el- 
chra in HviM van q, ln'ftt, pcniijrrnd 'inloitan. 

Anf eint kruf\ipr« Luftang Ut fcrnotr in don Ix-ui.nn- 
hnlJon Wart za Ugen. una dia F > . :i » : ^ in d«n 
I l*Vn tnUglirhit rarOrkrnhilten Anch hl«r komiut a* M 
erMor Strll* mr>ur auf t»in* KnUuftung ai< uuf nn* Rrlcftung 
ao. Die L**cbeD, bexw. die Silrg* *md nickt dir*4c( auf 
den Fuu-bodeo r.-a leflen, Hond^ro hohl auf li&k*o Qber 
denialban iu lagarn, dam it die Loft antarhalb dor Leicb'*n 
toi dam Itiuma absaio^ta warden k^ati Eina Zufuhrnnjr 
fm.-hrr Luft crfolgt ron oban. Vlan bat hler onncWeju 
mi! emem ft fnchen atBndHrSrn I.aftarrrharl ru rechnen ; 
unter UmAlIfld'-Q knnn rutin viga r brt starker Brcutxung 
de* IUum<u> but anf dh» J 10 f^rl^ L"!* 1 welch huh* LutV 
iibfiibr mil Hilfo ein<* V.i.l UliTT irroirbt wird; vielh<icht 
empfehlen aich ^arada fur dirMi Rauiti* din neu Aaf'^kom- 
meoan Ubrfader- Yentilaturec. Dia LuftkanaLinundun«r«« 
■ind mT Abwrhr dar Inigktao mlt kleinmaichigan Draht- 
ir/.ttTn r.u venrheo. Selbrt bti hftbararc AnttanttropfriturtQ 
nit «id» kltetf)iok«f KQUunif *rgrn dtr daun rintrrt**idao 
kiurkon ScbwitrwauwrbilduDg kaum n&tig J im uud^rm Falk 
konnan dan Latrban b^if^lafta KisstUcka den Zw*ck wubl 
auirtkhand arfQlUn. Bn drr Bauao»fUbruo^ Ut garoda b«* 
dJaaaD Lakbadballao auf aioa Tfoakaolafrnnp d«* Fuaabodanai, 
Abwaacbbarkait dar Wanda und ^uter Kanalitation badaeht 
ru aain. 0ab*5rt diavar Silo tiotm ^ffantljchao Raoalnati 
an. ao aind dia Abwlitar Tor Kintritt in latztarti iq daa- 

Im Qbrigaa gfltea hier dtevelben Ret^huog^a wia bai 
dan all^inaioaa LuftQDguanlaf«Q. 

Dia Balaichtnng kommt rorlilnfig noch uU m'Br- 
licha in Batranht, da die BennUonf der Kr*vsatori<*n infolg^ 
dar garinjraa Zabl too Varbrannnn^«n anf dia Ta^aaxnit 
bancbrtnkt wardan kaco. Dia Anordouog dar Fanttar, 
dorcb wakba dai Tagaallcbt in dia Hal la Mlt. wia auch 
dar Fanwtar dar Ubrigan Rloma, itt ladiflkb Sacha daa 
An brtrktao. Da in dar Halla nod In dan ingabflrigan Ntban- 



The dimensions of the "gas chamber" were 30m x 7m x 2.41m - multiplying a volume of 506.1m A 3. 

Dividing the ventilation capacity of 4,800 m A 3/hour by the volume, we get less than 9.5 air changes 
per hour. 

The dimensions of the "undressing room" were 49.49m x 7.93m x 2.30m - multiplying, a volume of 
902.6 m A 3. 

Dividing the ventilation capacity of 10,000 m A 3/hour by the volume, we get over 11 air changes per 
hour. 



The "undressing room"' had more powerful ventilation than the "gas chamber"! 

A then standard German textbook in crematory design recommends ventilation capacity for 
morgues of at least 5 air changes per hour, or 10 if the mortuary will be in steady use. 20 

The ventilation capacity of the Auschwitz "gas chambers" was therefore entirely consistent with 
their actual functions - as morgues. 

"air exchange can count stood at even so intense use of the room up to 10 times what hobe air 
removal is achieved with the help of a ventilator" 



friirhrr I.rr • -f.Oflt Ml ■bOfc MM I a? Wfl bMmIHH 
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d»h Rnunxx^ bin *nf d^KMO^rhjjp^h^n! w<*lch hub* Luft,- 
abfuKr mit Hilftt oinr* Wi.l Uh»i7 flTtficht wird; Vl*|]<«icbt 
•lupfthlto tich gtrA<l« fur dirMi TLium* dir» nru 4nf"pkorn- 
mtDtn Ubrf#d#r - Y#ntilitor*o. Di# LufliiniLinuiidunirfci 



'Google Translate: 10 Fache Gehen' 
<http://translate.google.eom/#de/en/luftwechsel%20rechnen%20unter%20umstanden%20kann%20sogar%20 
bei%20starker%20benutzung%20des%20raumes%20bis%20auf%20das%2010%20fache%20gehen%2C%20wel 
ch%20hobe%20luftabfuhr%20mit%20hilfe%20eines%20Ventilators%20erreicht%20wird>. 



When the Jews who worked in the creatorium went into the gas 
chambers to remove the bodies, what would they have seen? 



Table 4 Postmortem lividil\ discoloration 1 '' 



Ltioloo.v 


Color 


Mechanism 


Normal 


Blue-purplish 


Venous blood 


Carbon 


Pink, cherry red 


( .11 how 


monoxide 




hemoglobin 


Cyanide 


Pink, cherry red 


Excessively 
oxygenated 
blood due to 
inhibition of 
cytochrome 
oxidase 


FtuOTOftOCtMC 


Pink, cherry red 


Same as above 


Rc frige ration/ 


Pink, cherry red 


Oxygen 


hypothermia 




retention in 
cutaneous 
blood by cold 
air \jcU 
drifting of lib 
O: 

dissociation 
curve 


Sodium chlo- 


Broun 


Mcthcmoglobin 


nde /nitrite. 






nitrate 






Hydrojjen 


(ire en 


Sul!hemoj;lohin 


sultide 







Jl Modified according to Spitz and Fischer |22) 



Autopsy Pathology: A Manual and Atlas 



The gas chambers are supposed to have used hydrogen cyanide, 
delivered in the form of zyklon-B. 

People who have died of cyanide poisoning are notably pink or red in 
colouration. 



Tabic 4 Useful findings related to toxic substances Obser- 
vable during autopsy 



Possible Indication 



Color of skin 
Cherry red to bright 
red 

Grayish to brownish 
Nasal/oral cavity 
Residues of powder or 
colored material 



Oral cavity/ 
tastointestinai tract 



( lafbofl monoxide or 

cyanide 
Nitrate, nitrite or aniline 

Intransal drug use (c.g 
kelamine. cocaine), 
ingestion of tablet or 
capsule residues 



chloric acid 



ADULT AUTOPSY DESCRIPTION OF GROSS FINDINGS (continued) 



The neck is symmetrical there is no palpable crepitus or 
hypermobility I hi- trachea is palpably straight and in the midline/ 
dr\iatcd to the right or left the chest is symmetrical other and 
without palpable ircpitus or bony deformity The breasts are soft/ 
other without palpable masses, skin retraction, or nipple discharge/ 
other the abdomen appears flat distended and soft hard without 
palpable evidence of organomegaly or external trauma/other 
Pubic hair is present in the usual mole/female distribution/ other 
The internal genitalia Jfl . unremarkable and atraumatic. (For 
males the- penis appears (irtumascd/uncirxumcised Both teste* 
1 palpable in the scrotum /other.) There is no 



Pressure ol pooling blood may rupture small vessels, causing 
"Tardieu spots" (postmortem purpura or petechial type 
hemorrhages) 

May be difficult to see in dark skinned decedents 

Color ol postmortem hvidity varies 

Distinctive livor mortis colors 
Blue purple normal 

Black green — putrefaction, hydrogen sullide poisoning 

Pink, cherry red — cyanide, carbon monoxide, or fluoroacetate 

poisoning: moist postmortem environment 
Minimal or absent— exsanguination 



uric acid 

no agents (e.g. 
ium hydroxide) 




This man committed suicide with cyanide. 

The pink colouration is perfectly obvious. 

The red colouration is even more intense in the parts of the body to 
which gravity causes the blood to drain after death. 

These areas are called the dependent regions. 

This image shows Livor mortis that is bright red in cases of carbon 
monoxide or hydrocyanide poisoning. 21 

The effect is very obvious. One does not need any kind of special 
equipment or training to notice it. 




'32 Death at Sea' <http://textbook.ncmm.no/maritime-health-risks-and-consequences/32-death-at-sea>. 
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rhctol loxicoLOcy 
I Physicians and Students 



This book by 19 century toxicology pioneer 
Rudolf Kobert points this fact out. 




fig tnarkubl y bright rod f ost - 
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tb* bruin Ttio uihia may con- 
tain McvmI. nMhiotnit Mil*biri''< i A, 
hip\U* a««f«l, nnd hvaro^yunit 1 a«*ni 



According to every 
version of the story, 
victims undressed before 
going into the gas 
chamber. All of their skin, 
including the dependent 
parts, would have been 
plainly visible. 

Therefore, any true 
witness would comment 
on the red colouration of 
the victims of the gas 
chambers. 



Ya'akov Silverberg claimed to have worked in the gas 
chambers. In an interview in Gideon Grief's book "We Wept 
Without Tears," 22 makes the following statements: 

Q: What happened when you joined the Sonderkommando? 
I'm referring to the first moments, the first hours. 
A: What I can tell you? The Sonderkommando was 
something terrible. When I went in the first night and saw 
the bodies . . . and the furnaces burning ... I went there and right away I saw this scene: The large, 
long room where the people undressed was full of corpses, arranged in layers up to the ceiling. They 
were no longer shaped like human beings; they were swollen and black. Children, women, girls . . . 
they didn't look human anymore. The bodies were allowed to accumulate there because the 
furnaces didn't have the capacity to cremate them. 

Q:Yankl, can you describe, in as much detail as possible, how the bodies were removed from the 
chamber? What did they look like? 

A: When they opened the doors, we saw a tangled mass of people who'd been suffocated. Little 
children at the bottom, adults above them, fat people below. Everyone had wanted to be on top, in 
order to breathe. It was terrible. The people had become swollen, black, and entangled because of 
the way they'd suffocated in there. It was hard to untangle them in order to take them to the 
furnaces. 




Q: When you took out the bodies, were they warm or cold? 

A: Warm. They were blue, black, and swollen. What I saw in the gas chamber was ghastly, a horrible 
scene: the people were tangled, it was hard to separate them, they were one mass. We untangled 
the bodies. The people who were inside, in the chamber— it was horrible. They no longer had faces 



Hotv did you men manage to separate them? 

It wasn't easy. At first it was hard, but aftcrw ards 1 learned how to wi*k 
bit. 

How long did you have to watt until the dottrs were opewd? 

About fifteen minutes. Then they opened the window* and .11 red the place 
out. But there was a bad smell and sometimes wc wore gas masks as we 
worked. 

H<>n Aid \>>u reninvc the l*>dies! 

\X ith a belt. \Xc ned them by the leg and dragged them out by a leg or an 
arm. A dead perwn doesn't feel how this w done. 

When JOH took out the hodies. were they warm or coidt 
Vt'arm. 'I 'hey were blue, black, and swollen. W hat I saw in the gas chamber 
was ghastly, I horrible scene: the people were tangled, it was hard to separate 
them, they were one mavs. \Xc untangled the bodies. The people who were 
inside, in the chamber— it was horrible. They no longer h.iJ tacts .it all. 
Ihey'd become a pile; they weren't people anymore. >X'c had to remove these 
people from the gas chamber and bring them to the room where the bodies 
were kept. There they divided them into groups: women on one side, men on 
another \ide. children on the third \idc. I hey hacked oft the women's hair, 
remov ed the rings from the fingers. "Dentists" t«x>k the gold teeth out of their 
mouths 

Did you sometimes look at the dead people's faces to see if you knew any of 
them? 



at all. They'd become a pile; they weren't 
people anymore. 

He said that the gassed bodies were black 
and blue and that their faces had fallen 
off. 

Cyanide turns bodies red and doesn't 
cause faces to fall off.... 



'We Wept Without Tears: Testimonies of the Jewish Sonderkommando from Auschwitz - Gideon Graif - 
Google Books' 

<http://books.googlexo.nz/books?id=lpGz 
-SmDpfr8AX7t4DoCQ&ved=0CC4Q6AEwAA>. 



Shaul Chazan also claimed to have worked in the gas chambers. 



He claimed that the gassed bodies fell apart easily, and had loose skin which turned into a kind of 
glue. 

Cyanide does not have any of these effects. 



On Page 273 of the book "We Wept Without 
Tears (Testimonies of the Jewish 
Sonderkommando from Auschwitz)"; Gideon 
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Q: I apologize for asking you to go into such 
detail. Exactly what did you do? 
A: We began to take out the bodies. At first 
we didn't know exactly how. The bodies 
were pressed to each other, stuck to each 
other like sardines. Then they brought us a 
long pole, a pitchfork, and explained, 
"Grab them by the loose skin and tug. That 
way you'll manage to remove the whole 
body." And that's just what we did: we 
removed the bodies with the pitchfork 
because it couldn't be done otherwise. The 
gassing made the bodies stick to each 
other as if they'd been glued. We removed 
bodies without a moment's break. As the 
gas chamber slowly emptied out, we had 
more room to maneuver [sic]. We poured 
water on the concrete floor to make it more 
slippery and to make the bodies easier to 
drag. 



stairs earned the corpse* to the furnace*. There was nothing else ro Jo; they'd 
been shot right there. 

I hit an hour after the ivis chamber door wis opened and the ventilation was 
turned on, we bepan ro work, We opened the windows m the ceiling and hegan to 
remove the bodies. Each of us did his own |ob. I worked with the bodies. 
I jpolagize (tir asking vow to go tnto such detail. Lxaclly what did yim dot 
We he^iii to rake oui the bodies. Ar hrsi we Jidn i know evaeily how. The 
bodies were pressed to each other, stuck ro each other like sardmcv Then they 
brought us a long pole, a piichlork, .mJ evplamed, "drab rhem by the loose 
skin and iur, I hat way you'll manage to renmu- the whole body." And that* 
pit what we did: we removed the bodies with the pitchlork because it couldn't 
be done otherwise. The gassing nude the bodies stick to each other as il they'd 
been glued, Vie removed bodies without .1 moments break. As the gas chain 
ber slowly emptied out, \\t had more room to maneuver. We poured water on 
rlie concrete floor to make it more slippery and to make the bodies easier to 
drag. 

Ihd alt of you have to remove bodies from the $a$ chmbert 
Yes, every prisoner carried one body each time. For lack of spaa 1 , two men 
went in first. Aftcrwardv after a few bodies had been taken away, there was 
room for more people to enter and remove bodies. That's how we divided the 
work among ou rselvev 
Who (mured the water on the floor} 

We did. Whenever we felt that the floor was dry, we turned on the tap. 



Q: Did all of you have to remove bodies 
from the gas chamber? 

A: Yes, every prisoner carried one body each time. For lack of space, two men went in first. 
Afterwards, after a few bodies had been taken away, there was room for more people to enter and 
remove bodies. That's how we divided the work among ourselves. 



Q: Who poured the water on the floor? 

A: We did. Whenever we felt that the floor was dry, we turned on the tap. 



'We Wept Without Tears: Testimonies of the Jewish Sonderkommando from Auschwitz - Gideon Graif - 
Google Books. 

<http://books.googlexo.nz/books?id=lpGzGE6UK7wC&dq=We+Wept+Without+Tears&h 
-SmDpfr8AX7t4DoCQ&ved=0CC4Q6AEwAA>'. 



Filip Muller claimed to have worked in the 
Auschwitz gas chambers. 

He stated in his 1979 book "Auschwitz Inferno: 
The Testimony of a Sonderkommando 
gassed people often turned blue. 



After a thnrt timr 11 pr<aiucrd *it rtcrtftijittiR irrit4iM«i «4 ilw 
thnofti *nH linmv pMNN »n thr hr*d. brtorr it took it* kth*l 
rflo I 

Wc had «wHrr% ih*i immrciuitrlr Jtrt ihr inning «>4 ihr gA« 
< lumlr; wc weir lo tmkc away hr* thr corp*r* that Iwui tumbled 
(KM. followed fo> ihmr l>i»if hrtund ihr Aw*. v» 4% tin Icai 4 path 
Hm% wit •iiiM* t»y putting thr Imp ol a lemthrr «uap round ihr 
wt In u4 a tor par and fhrn dragging thr U«lv m ihr lift by ihr urap 



//24 



that 



.11 11 1 ihrrw r i taivrrina il upualrt to thr rrrmaionum Whm 1 
1 mini had brrn inaJr behind thr door, ihr corpan wrrr htard 



People who have been gassed with hydrogen 
cyanide do not turn blue, they turn pink/red. 



I. am l ux trtvrcl to nrutialur any gat nyvali oil Ipng annul, 
hut nuinl> 11 *a« inirndrd m « Iran ihr or ad boditt For almon all 
u4 ihrm nrrr %»tt with %wrat and uri nr. filthy wfeh blood and 
rx<rrrnrni. *tnlr thr lrg\ ntf inan> *<mi*n ware tfreaird wilh 
ntrtiotual liinod 

A> mmi *n /yiUm H iryuak < amr into ronUtl with Air the 
dracfy ga* brgan todrvrlop. tprradirtg hru ai 5oot le\d and then 
mmg u» «hr < riling It wds lur ihn iravoei thai thr Lxtftom layn -I 
■ Hi|r%r> «rway% ton vim rd orf thildrm a* well a* thr utd and the 
weak, whilr thr taller and MiungrM lay on lop, with mtttdlr agtxl 

Thr carriers had great diifKuliy in prising ihr corpses apart J wmn to bnw^m n«> doubt thr one* on top had 

... I. • % |i 1^1 up thrrr m^rr thr bodw\ alrrady lying on ihr floor 

even though they were still warm and not yet rigid. Many had — M lhr %llrl , rh lo Al Hl , wi 4 , MJ 
their mouths wide open, on theii lips traces of whitish dried -up ihr? had mliird thai thr drmdly g»* *a* %prra<fcng from 
spittle. Many had turned blue, and many faces were disfigured^ "I*™* ™* V* 1 ** th 7 

' . .i , , • . . mg in < 1 iinTiN **\irr\ ru4ding rach othrr * 

almost beyond recognition from blows. No doubt (he^pi of them wrrr kanJng afaimi thr walk prrwrd 

subterranean labyrinth into which the gas chamber had turnedrach othrr Hkr column* ofbatalt 

whrn dM Rgta went out. had led thr people in their panic to rmh^* J*£ £[&£2VE 
all over the place, bump against each other, fall on top of each mtrM »*w open, on thrir Hp trarrt of wt..u%h drt*d-up 

•pittlr. Man> had turned Nur. and man* Cam wn- daftgurntt 
almost beyond recognition from hlowt. No doubt ihr 
xubtrtranran labyrinth into nhlch thr gm« rharnbrr had luittrd 
nhrn thr lighti v«eni out. had Inl thr |»vif4r in thru pa\nM 10 tu\lt 
all ajHBjj thr plate, bump againu each <xher. fall on top of rach 
othrr and trampir onr anothci. thu» vau»ing ihi% ronfutMin ol 
tangkd up rorp*r% Amotig tlirm lay the bodies of prefnant 
HonM-n. vjnir of whom had rxprvtaed thr head of thrir baby )uat 
bHorr ihry dtrtl 
During t\w tr-tivi\al of corr*r% from thr ga& thambrr brareri 

ii? 



Nazis deemed "unfit" to work. Most of these camps used Zyklon B 
as the killing agent in their gas chambers. 

Further Reading 

Muller. Filip . and Helmut Freitag. Eyewitness Auschwitz: Three 
Years in the Gas Chambers. Chicago: Ivan R. Dee, 1999. 



This same Filip Muller is a favourite gas chamber 
witness at the UNITED STATES HOLOCAUST 



MEMORIAL MUSEUM. 
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Dario Gabbai was in Auschwitz II and was assigned to one of the Sonderkommanda unites to work 
in the gas chambers and crematoria. 




At approximately 1 minute 57 seconds of this video of Auschwitz II Birkenau 
Sonderkommando Testimony Clips from the USC Shoah Foundation, he states: "and 
when you see that after.. its.. y.. some were black and blue from the gas" 27 



'Auschwitz Inferno: The Testimony of a Sonderkommando - Filip Muller, Helmut Freitag, Susanne Flatauer - 
Google Books' <http://books.google.co.uk/books7eMc8FUfbQEu- 

blAWFh4GoDw&id=DgVnAAAAMAAJ&dq=%22gas+chamber%22+%22turned+blue%22&q=+%22turned+bl^ 
22#search_anchor>. 

25 'Gassing Operations' <http://www.ushmm.org/wlc/en/article.php?Moduleld=10005220>. 

26 'Dario Gabbai and the Auschwitz Sonderkommando | USC Shoah Foundation' 
<http://sfi.usc.edu/news/2013/03/dario-gabbai-and-auschwitz-sonderkommando>. 

27 '1. Dario Gabbai Part 1 | USC Shoah Foundation' <http://sfi.usc.edu/content/l-dario-gabbai-part-l>. 



If we turn back and we look at what Colonel T. M. Backhouse, prosecution counsel at the 1st Belsen 
trial (Sept 17, - Nov 17, 1945) said in his opening address about Birkenau: 

"you will hear that the victims foamed at the mouth, turned blue and finally died" 28 

Again, cyanide poisoning doesn't cause this. 



Clearly these "witnesses never saw anyone gassed with hydrogen cyanide. They not only failed to 
mention the red colour that cyanide causes, but also invented fake colourations and physical effects 
for their imaginary gassing victims. 



'1st Belsen Trial', < http://www.bergenbelsen.co.uk/pages/Trial/Trial/Trial_005_OpenSpeechPros.html>. 



How long does cremation take? 



Depending on the equipment used, the cremation of one body will take anywhere from 60 minutes 
to two and a half hours 30 . 
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matthewscremation.com produces cremation ovens for funeral homes that cater for 100 to 3000 
cremations annually. 



The most capable model of their ovens, the 
"Ener-Tek IV Cremation Equipment, The 
Ultimate in Production & Performance" can do 



up to 15 Cremations in 18 Hours 



31 



What do the eyewitness of the cremations at 
Auschwitz say? 



Matthews 



CREMATION DIVISION 



About Us Financing News Reviews 



D □ * 



Education Technology 



US & Canada: 1-888-7 
International: 1-407-8 



Human Cremation Equipment 



The principal markets forthese products are funeral homes, cemeteries, direct cremation services, trade 
cremation providers and medical schools. From design through startup, our goal is to protect your interest 
and make certain that your investment in equipment is supported with the foundation for long-term 
success. We'll determine your equipment needs, evaluate your facility, design floor plans, guarantee 
environmental acceptance, assist your contractors in the installation and provide on-site operator training. 

We manufacture four different traditional flame based human cremators to meet the diverse needs of our 
clients. Each model is built to the same exacting standards; we sacrifice nothing when it comes to design, 
material and manufacturing and everything we deliver is greeted with the foundation for long term success. 
Whether a client needs a cremator to handle 1 00 cremations annually or 3,000. we have a model 
designed to meet their needs. All models are UL Listed and CSA Approved. 



Y ISRAEL QUTMAN AND 
MICHAEL BERENBAUM 
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The book "Anatomy of the Auschwitz Death Camp" is the most authoritative 
official book on Auschwitz. 



On page 171 it claims that each retort at Auschwitz could cremate three 
bodies in 20 minutes 32 . This is radically impossible. No crematory oven can 
approach this performance. 

Furthermore, it is claimed that "prisoners cremated four to five corpses at 
one time and extended the cremation time to about 25 to 30 minutes." 33 



UNITED STATES HOLOCAUST 
MEMORIAL MUSEUM 



'B&L Cremation Systems, Incorporated | Cremation FAQ' 
<http://www.blcremationsystems.com/FAQCremation.html>. 

30 'Frequently Asked Questions About The Cremation Process | Caring Cremations' 
<http://caringcremations.eom/frequently-asked-questions-cremation-process#a3>. 

31 'Human Cremation Equipment | Crematorium Machines - Matthews Cremation' 
<http://www.matthewscremation.com/products/cremation-equipment/human-cremators.html>. 

32 'Anatomy of the Auschwitz Death Camp - Google Books' 

<http://books.google.co.nz/books?id=mub823JQrdUC&printsec=frontcover&dq=anatomy+of+auschwitz+deat 
h+camp&hhen&sa=X&ei=Dul7U_PfDZGzuATljlCoBA&ved=0CC4Q6AEwAA#v=onepage&q&f=false>. 

33 'Anatomy of the Auschwitz Death Camp - Google Books'. 



Gas Chambers and Crematoria - 
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executions by shooting. Just before incineration, Sondcrkommando prison- 
ers removed jewelry, which they tossed into a special numbered crate. 

Teeth with metal fillings, crowns, and bridges made of gold or other pre- 
cious metals were extracted from the mouths of the gassed victims and de- 
posited in a crate marked "Zahnstation" (dental station). Sondcrkommando 
prisoners who were dentists by occupation performed this task under SS 
supervision. The only ones whose mouths were not inspected were children. 
If in the course of the sporadic inspections it was established that not all gold 
teeth had been extracted, occasionally the Sondcrkommando prisoner guilty 
of neglect was punished by being thrown alive into the furnace. 

It took about four hours to empty the gas chamber. Initially the corpses 
were delivered to the furnaces on small trolleys that ran on rails, as was done 
in the main camp. The trolleys also served to load the corpses into the fur- 
nace retorts. This arrangement, however, did not last long. On the initiative 
of the Kapo August Bruck, special corpse stretchers, which could be rolled 
into the retorts, were introduced. To facilitate the loading, the corpse 
stretchers were lubricated with soapy water. Methods of loading the corpses 
varied; each team servicing the furnaces had its own technique. For ex- 
ample, H. Taubcr's team would put two corpses into one retort two times, 
then add as many children's corpses as possible to the second load. 

Ic took about 20 minutes to cremate three corpses in one retort. However, 
in their efforts to reduce the number of loadings, prisoners cremated four to 
five corpses at one time and extended the cremation time to about 25 to 30 
minutes. When the time was up, the next load would be put into the retort, 
regardless of the degree of incineration of the preceding load. The incom- 
pletely incinerated bones fell through the grille into the ash pit, were 
ground with wooden mortars along with the ashes, then poured into pits 
near the crematorium. Next they were removed from the pits and poured 
into the Vistula River or nearby ponds. Sometimes they were used to pre- 
pare compost; other times they were used directly to fertilize the fields of 
the camp farms. 

About 2,500 corpses could be cremated in 24 hours in each of crematoria 
II and DL This rate exceeded the crematoria capacity as calculated by Topf 
and Sons (1,440) by 43 percent. (Topf assumed that two corpses could be 
cremated in a half hour.) The excessive overloading caused breakdowns of 
the furnaces, ventilators, and chimneys." 

In the killing process at crematoria IV and V, the prisoners were also 
brought in cars or were marched to the crematoria, then led to the dressing 
room. There one of the SS men — the KommandofUhrcr — would stand on a 
bench in front of them and explain that the healthy would go to work and 
the sick and the women and children would remain in the barracks. But 
first, they would go to the bath. 



Cremating multiple corpses in one retort would not improve 
performance. If you loaded four of five bodies into one retort it would 
take four to five times as long - if it worked at all. 



In fact, that many bodies couldn't 
have fit in the ovens. The drawings 
by David Olere makes the openings 
look big, but they were really quite 
small. 



h took abouc 20 minutes to cremate three corpses in one felon Howe v% 
in their efforts to reduce the number of loadings, prisoners cremated Tour to 
five corpses at one time md extended the cremation time to abut 25 to 30 
snmutcv. When ihc time was up, ik next load would be put into the retort, 




So how much fuel does cremation take? 



The Auschwitz crematoria were fuelled by coke. 

Roughly speaking, coke is to coal as charcoal is to wood. Coke is made by 
"cooking" coal to drive off its volatile components. 




Detailed records of coke usage for 
cremation survived at the Gusen 
camp in Austria. 



Detailed records of coke usage 
for cremation survive at the 
Gusen camp in Austria. 




Calculated Coke Consumption of KL Gusen in 1941 



There are surviving documents on the crematorium of 
Gusen. In the book "The Crematoria Ovens of Auschwitz 
and Birkenau" by Carlo Mattogno, he writes: 



period 1941 


coke consumption 


cremated 
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coke/corpse 
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56.2 


26/9-15/10 


9,180 
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10 


47.5 


26/10-30/10 


4,800 
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32 


37.2 


31/10-13/11 


20,700 
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52 


30.6 



"of inmates cremated and the coke consumption per 
corpse for the period from September 26 to November 
12, 1941. According to this document, 677 corpses were 
cremated in this crematorium between October 31 and 
November 12, 1941.123 This amounts to an average of 
52 corpses per day, or 26 corpses per day and muffle, with a total consumption of 20,700 kg of coke, 
or 30.6 kg of coke per corpse/' 34 

The data from Gusen shows that fuel demands were at least 30kg of coke per corpse 

The Auschwitz oven (left) had three 
openings for bodies, while the Gusen 
oven (right) had two. 

The larger oven would improve fuel 
efficiency. How much? 

One cremation of two bodies in the 
Gusen oven would take at least 60kg of 
coke. If an Auschwitz oven could 
cremate three bodies with the same 

60kg of coke, it would use 20kg of coke per body. (Of course, this estimate is much too optimistic.) 

Data for coke deliveries to Auschwitz survives for a large portion of the camps 
history. 

Given the number of people supposedly killed and cremated at Auschwitz, Robert 
Jan Van Pelt 35 , considered the greatest orthodox Auschwitz expert, claims that the 
Auschwitz ovens could cremate a body with 3.5kg of coke 36 . 

In reality it would have taken well over 20kg. Auschwitz didn't have enough coke to 
make the holocaust possible. 





CARLO MATTOGNO, The Crematoria Ovens of Auschwitz and Birkenau' 
<http://www.vho.org/GB/Books/dth/14.pdf>. 

35 'Robert Jan van Pelt - Wikipedia, the Free Encyclopedia' 
<https://en.wikipedia.org/wiki/Robert_Jan_van_Pelt>. 

36 'Roberto Muehlenkamp Debunked on 3.5kg of Coke Cremations • The CODOH Revisionist Forum' 
<http://forum.codoh.com/viewtopic.php?f=2&t=420>. 



Flaming Crematory Chimneys 



Flaming crematorium chimneys are a regular piece of 
Auschwitz lore 37 . 

Is such a phenomenon possible? 



The Auschwitz crematoria were fuelled by coke, which 
burns with very little flame. This is because the volatile 
components of the coal have already been driven off in 
the process of making the coke. 



These are images of coke burning. 
Observe the lack of large flames. 




Coke can produce some flame, but not very much. 

This is the view down the chimney of a steel mill onto burning 

coke. Note the absence large flames. 





Testimonies on Flames from Auschwitz Crematorium Chimneys • The CODOH Revisionist Forum' 
<http://forum.codoh.com/viewtopic.php?f=2&t=7538> [accessed 27 May 2014]. 




This is Auschwitz Crematorium II. The 
path from the ovens through the flue 
vents and out the chimney is some 30 
meters, or 100 feet. 

Even if the ovens burned a fuel that 
produced more flame than does 
coke, the flames could never have 
escaped such a long flame path. 




The stories of flaming chimneys are therefore mere 
fantasy. 

Yet many of the most important Auschwitz 
"eyewitnesses" claimed to have seen giant flames 
coming out of the chimneys of the Auschwitz crematoria. 



For example, in "Auschwitz: A doctor's Eyewitness 
Account" 38 , Miklos Nyiszil wrote on page 41: 

"One object immediately caught my eye: an immense 
square chimney [...] I was especially struck by the 
enormous tongues of flame rising between the lightning 
rods [...] the "factory" was a crematorium. A little farther 
on I saw a second building with its chimney; then, almost 
hidden in a thicket, a third, whose chimneys were spewing 
the same flames." 




'Auschwitz: A Doctor's Eyewitness Account - Miklos Nyiszli - Google Books' 
<http://books.google.co.nz/books?id=Fq5jiTXLergC&printsec=frontcover 
&dq=Auschwitz:+A+doctor%E2%80%99s+Eyewitness+Account&hl=en&sa=X&ei=cSuFU- 
u2EcrukQXYwoDQCg&ved=0CCwQ6AEwAA#v=onepage&q&f=false> [accessed 28 May 2014]. 



camp, he was present at the arrival of every train. 

In the moments that followed we experienced 
certain phases of what, at Auschwitz, was called 
'selection.' As for the subsequent phases, everyone 
lived through them according to his particular fate. 

To start, the SS quickly divided us according to sex, 
leaving all children under fourteen with their mothers. 
So our once united group was straightway split in two. 
A feeling of dread overwhelmed us. But the guards 
replied to our anxious questions in a paternal, almost 
good-natured manner. It was nothing to be concerned 
about. They were being taken off for a bath and to be 
disinfected, as was the custom. Afterwards we would 
all be reunited with our families. 

While they sorted us out for transportation I had a 
chance to look around. In the light of the dying sun 
the image glimpsed earlier through the crack in the 
box car seemed to have changed, grown more eery 
and menacing. One object immediately caught my 
eye: an immense square chimney, built of red bricks, 
tapering towards the summit. It towered above a two- 
story building and looked like a strange factory 
chimney. I was especially struck by the enormous 
tongues of flame rising between the lightning rods, 
which were set at angles on the square tops of the 
chimney. I tried to imagine what hellish cooking 
would require such a tremendous fire. Suddenly 1 
realized that we were in Germany, the land of the 
crematory ovens. I had spent ten years in this country, 
first as a student, later as a doctor, and knew that 



chimney. I was especially struck by the enormous 
tongues of flame rising between the lightning rods, 



even the smallest city had its crematorium. 

So the 'factory' was a crematorium, A little farther 
on I saw a second building with its chimney; then, 
almost hidden in a thicket, a third, whose chimneys 
were spewing the same flames, A faint wind brought 
the smoke towards me. My nose, then my throat, were 
filled with the nauseating odor of burning flesh and 
scorched hair. - Plenty of food for thought there, But 



Smoke from the chimneys of crematoria is also a 
piece of Auschwitz lore. 

Unlike the stories of flames coming out of 
chimneys, this story has some basis in fact. 





While cremation aspires to be smoke-free, and the 
best crematory ovens of the time achieved this goal. 
The Auschwitz crematoria were built under wartime 
conditions and were comparatively crude. As a 
result, they did emit smoke while in operation. 

Soot left by this smoke can be seen on the outside 
of an Auschwitz crematorium chimney in this 
wartime photograph. 
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In 1944 Allied planes took a number of aerial photographs of the 
Auschwitz complex. 

These photos show little or no Smoke. 



Only one chimney in only one of the 
aerial photos shows any sign of smoke. 




In all of the other Auschwitz aerial photos (such as the example to the 
left), the chimneys are not smoking at all. 



Therefore the crematory ovens were usually not even in operation during the period in 1944 in 
which aerial photos were taken, even though this time period covers the alleged extermination of 
the Hungarian Jews, which according to orthodox holocaust history was the peak of extermination 
activity at Auschwitz. 



How long does a crematory oven last? 



Crematory ovens are lined with refractory brick, capable of 
withstanding high temperatures. 




These are images of refractory 
brick. It is quite soft and delicate. 

After a certain number of cremations, the refractory brick of a 
crematory oven wears out and needs to be replaced. 






The refractory brick of the Gusen oven broke 
down after (approx.)l,600 cremations in 
each retort. 

"The Topf two-chambered oven at Gusen 
lasted for approximately 3,200 cremations, 
after which it was necessary to dismantle it 
and replace its fire-brick masonry walls. The 
duration of one cremation chamber was 
therefore 1,600 cremations/' 39 

The Auschwitz ovens were similar to the 
ovens at Gusen. 



If the official Holocaust story is correct, then each of the 15 retorts in Auschwitz Creamatorium II 
performed 33,000 cremations. 



39 r 



Codoh.com | The Crematories of Auschwitz' <http://codoh.com/library/document/2556/>. 



The complete archive of the Auschwitz Central Construction Office (Zentralbauleitung) is intact and 
available to researchers. 

The Germans were obsessive about keeping records. The Zentralbauleitung recorded all construction 
and maintenance that went on at Auschwitz (including all work on the crematory ovens) in great 
detail. 

The Zentralbauleitung archive clearly shows that the refractory brick of the crematory ovens was 
never rebuilt at Auschwitz. Refractory brick of coke-fired cremation ovens at the time was lucky to 
last 2,000 cremations, not the 33,000 required by the holocaust story. 



